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ACTION ARA-10 

INFO OCT-01 ISO-OO EB-07 COME-OO /018 W 

034033 

R281820ZOCT 75 

FM AMEMBASSY SANTO DOMINGO 
TO SECSTATE WASHDC 5151 

UNCLAS SANTO DOMINGO 4787 

E.O. 11652: N/A 
TAGS: ENRG, DR 

SUBJ: TECHNICAL INFORMATION ON GODR REQUEST FOR ELECTRIC 
GENERATOR VESSELS 

REF: (A) SD 4513: (B) STRASSER/BOWEN TELECON 10/24/75 

1. JULIO SAURI, ADMINISTRATOR OF THE GODR'S ELECTRIC CORPORATION 
(CDE), INDICATED TO THE ECONOMIC COUNSELOR OCTOBER 24 THAT 

HE COULD USE ELECTRIC GENERATORS OF ALMOST ANY SIZE. THE 
ELECTRIC SYSTEM HERE IS THE SAME AS THAT IN THE US. WITH 
60 KILOCYCLES. MANY OF THE GENERATORS NOW IN USE WERE MADE 
BY GENERAL ELECTRIC OR WESTINGHOUSE. 

2. CDE'S TRANSFORMERS GENERALLY HANDLE 28,000 KILOWATTS 
GENERATING 13,800 VOLTS WHICH IS STEPPED UP TO AS MUCH AS 
69,000 VOLTS FOR TRANSMISSION. 

3. SAURI REPORTS HE IS USING DESIEL OIL NO 2 FOR HIS GAS 
GENERATORS AND FUEL OIL NO 6 OR BUNKER C FOR THE OTHERS. 

4. SUFFICIENT DOCKING SPACE IS AVAILABLE OR WILL BE MADE 
AVAILABLE EITHER IN SANTO DOMINGO OR HAINA FOR LINKING SEVERAL 
BARGES OR SHIPS TOGETHER IF THAT IS NECESSARY. 
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